On November 21, 1980, witness Wilson inspected respondent's
single bench sand and gravel operation (Tr. 5, 6).  Kenneth Allred,
who identified himself as the vice-president and general manager,
stated the mine had been operating since the previous summer (Tr. 6) .

The inspector did not know about the existence of the mine
until he saw it while he was travelling over U. S. Highway No. 89
(Tr, 7).  In viewing the plant, the inspector observed a Caterpillar
generator and a Clarke front-end loader.  Generators and loaders of
this type are manufactured in the State of Illinois (Tr. 7),

The inspector wrote this citation because the guard for the
48 inch high shaker pulley and D belt were not in place.  This
condition constituted a hazard to workers on the walkway (Tr. 8-
12, Exhibits 1, 23).  Personnel could be caught on the moving
parts.  There were two, sometimes three, employees on the site

(Tr. 12, 13) .  The inspector considered this citation and all except
one of the remaining citations to be significant and substantial

(Tr. 13-15).

Citation  583695

This citation alleges a  violation of  Title  30,   Code  of Federal
Regulations,   Section  56.14-1,   which  provides:

Guards

56.14-1 Mandatory.  Gears; sprockets; chains;
drive, head, tail, and takeup pulleys; flywheels;
couplings; shafts; sawblades? fan inlets; and
similar exposed moving machine parts which may
be contacted by persons, and which may cause
injury to persons, shall be guarded.

The MSHA inspector took photographs showing that the chain
drive belt (45 inches from the walkway) feeding the shakers and the
D-belt assembly was not guarded.  Exhibit 1 shows the highly visible
unguarded condition (Tr. 15, 17).  If the two or three employees
were standing on the walkway, they could be caught in the chain
drive and pulley assembly (Tr. 16).

Citation 583697

This citation alleges a violation of Title 30, Code of Federal
Regulations, Section 56.14-1, cited above.

The MSHA inspector testified that the west side of the D belt
assembly underneath the shaker was not guarded (Tr. 17) .  In addition,
the area was accessible to employees (Tr. 17, Exhibit 3).  There

1046rcuiting would present the possibility of con-
